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SPECmi ORDiNiaNCE NO. S- 

AN ORDINANCE approving a contract with Midwest 
Fire Hjiiipment for materials for the Fort Wayne 
Fire Department. 


BE IT ORDAINED BY THE CCt#DN COUNCIL OF THE CITY OF FORT WAYNE, 

IDIANA: 

SECTION 1. That the contract dated November 1, 1977, between the 
.ty of Fort Wayne, by and through its Mayor and the Fort Wayne Fire Department 
id Midwest Fire Equipment, for; 

1 ea. Retrofit for 1975 Pumper Telescopic Water Tower 

TOTAL: $38,957.50 

LI as more particularly set forth on Civil City Purchase Order No. 4-01475, 
lich is on file in the Office of the Department of Piarchasing and is by ref- 
rence incorporated herein, made a part hereof and is hereby in all things 
atified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect fran 
id after its passage and approval by the Mayor. 





















Committee on 


Read the first time in full and on motion by ’ , , > seconded by 

, _ ^- 

_, and duly adopted, read the second time by title and referred to the 

_(and"":he City HaiTeommission for 


recommendatidn7"ana~Pubiic’Hearing to be held after due TegaThbti'ceTat-the Council Chambers, 
City-CoXinty-'BTriraijii^^ Wayne, Indiana, on 

of ‘— -—— 


■“rtlie--. 


day 


, 19—, at 


M.^EvS,'!. 


'-P2-7y 




CITY CLERK 


Read the third time^dn full and on motion by 

seconded by < 

PASSED (^L@^^"by the following vote: 

TOTAL VOTES 

AYES NAYS 

BURNS 


HINGA 

OV 

HUNTER 

X 

MOSES 


NUCKOLS 


SCHMIDT, D. 


SCm/IIDT. V. 

STIER 

JX. 

TALARICO 

X 

DATE: 

y,;* ~/Z-97 




tz. 


, and duly adopted, placed on its passag^e. 


ABSTAINED 


ABSENT TO-WIT: 

_ 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
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ys, ycur Cccsitta® oa _ 


SiPOXT 0? the: COMilTTEEL' ON FINANCE 
' rinanca ' to whom was referred an Ordinance 


approving a contract Midwest Ftre Equipment for.materials for the Fort. 

Wayne-Fire Department ' ■ . , ^ : 




7 7 CONCURRED iN 
_CHARLES W. WESTERNAN, CITY CLERK 































Memorandum 

Wm. Kerr, Board of Safety Ocrober 31, 1977 

From ^ urchasiiKT Departnent _ ■ _____ ■ 

Subject Bid Reference Mo. 005 - Retrofit - Fire Department*. 


COPIES TO: 

D.B. Esterline 


Enclosed are Bid Documents ' in reference to Bid. Ho. 805, 
Retrofit for Fire Department. Purchase Order No. 4-dl475H 
has been prepared in favor of tlidvrest Fire Equipment in the 
amount of $38,9-57.50. 

The following documents are attached in support of the 
recommendation for acceptance of Midwest's offer; 

1. Copy of Tabulation Sheet. 

2. Copy of Mailing List 

3. Copies of tv70 (2) bids received. 

. 4. Copy of Purchase Order 

5. Copy of Letter from Snorkel. 

Three (3) Vendors', were nailed invitations to bid. Two (2) 
bids were received. 

As the enclosed documents indicate. Snorkel did not wish to 
bid directly. Halt Fire Appartus, Inc. bid could not be 
accepted because of their failure to properly complete the 
necessary documents for a legal bid. Midvzest's bid meets 
specific&tions and has been reviewed and approved by the 
Fire Department. 

Please process all of the attached documents for Council 
approval. Please make certain that no confirming Purchase 
Order Number is communicated x.o Midwest Fire Equipment until 
evidence of approval by Council is furnished to the Purchasing 
Department. 


, Buyer 












I.JUUIC1 non ot uid 

Bid Reference No.; nnf;' 

Closina Date October 26, 1977 

Midwest Fire Equipment 

1605 Prospect St* 
Indianapolis, IN 46203 

Halt Fire Apparatus 

45201 Mayo Drive 
Northville, Hiciiigan 


Retrofit 

“T -^^ 

9-^7. g'o 





^ .. 






















“* ' 






















FORM DP-3 
APPROVED BY 
OF ACCOUNTS 


CITY OF FORT WAYNE 


STATE BOARD 

DEPARTMENT OF PURCHASES 
NUMBER ONE EAST MAIN STREET 
t ROOM 470 

FORT WAYNE, INDIANA 46802 
MAIL ALL CORRESPONDENCE, CLAIM VOUCHERS ETC. TO: 

F ort Wayne Fire Department 


Pan 350, Citv-Countv Bldg. 
Fort Wayne," IN 46802 


One Main St. 


r 

Midwest Fire Equipment 
1605 Prospect Street 
Indianapolis, IN 46203 


n 


j 


DELIVER TO: - 

DEPARTMENT FTT-f* Rhmn 
OR DIVISION ^g-re onop 


1702 S. Lafayette St* 
Fort Wayne, IN 46803 


DISCOUNT TERMS_ 


ACCEPTANCE OF GOODS OR PERFORMANCE OF SERVICES. (DEDUCTION FOR DISCOUNT SHOWN BELOW) 


PURCHASE ORDER NUMBER 

4 - 01475 „ 


DATE 11-01-77 

REF. NO. 


THE ABOVE INFORMATION MUST APPEAR ON 
ALL INVOICES, BILLS OF LADING. DELIVERY 
TICKETS, PACKAGES ANO CORRESPONDENCE. 

INVOICE IN DUPLICATE. 


THIS PURCHASE ORDER ISSUED BY: 


I A.S.A.P 


APPROPRIATION T 


MATERIALS, SUPPLIES OR SERVICES 


THE DELIVERY C 


IRESPONDENCE . 


INSTRUCTIONS 0 


THE CONTRACTOR 0 


GREES TO THE GEN¬ 
ERAL CONDITIONS AND 
TERMS OF AGREEMENT 


TAX EXEMPT (unless otherwise indicated) 

Retrofit for 1975 Pumper Telescopic 
Water Tower ^ 

Terms: Net 30 days 

Delivery; Approximately 120 Working days 
Bid Reference No. 805 

Subject to Councilmanic Approval 


38,957.50 


SHOWN DO NOT INCLUDE 

EXEMPTION BLANKS 
WHEN NECESSARY. 

IND. SALES TAX 
EXEMP.^CERTIF. N 


S ORDER DOES 


ACL/jmt 


I HEREBY CERTIFY THAT THE COST OF THE ABOVE PURCHASE IS FULLY COV¬ 
ERED BY UNENCUMBERED BALANCES IN THE ABOVE FUNDS AND THAT THE 
EXPENDITURE THEREFOR HAS BEEN DULY AUTHORIZED AND APPROPRIATED. 


I HEREBY CERTIFY UPON MY OWN PERSONAL KNOWLEDGE THAT THIS ORDER 
IS AUTHORIZED BY A PROPERLY EXECUTED AND APPROVED REQUISITION ON 
FILE IN THIS OFFICE. 

Director of Purchases 


ORIGINAL (1) 

































ri o r" 





DIVISION OF A^T-O INC. 

P.O. BOX 65. STOCKYARDS STATION. ST. JOSEPH. MISSOURI 64504 
AREA CODE 816 238-4501 

October 11, 1977 


City of Fort Wayne 
Department of Purchases 
Room 470, City-County Building 
One Main St. 

Fort Wayne, Indiana 46802 

Subject: Bid Reference No. 805 

One "Tele-Squrt" Model B5042 - Shipout For Retro-Fit 
Installation by the City of Fort Wayne 


Gentlemen: 

Thank you for forwarding your detailed specifications for the subject 
bid. 

We will not be submitting a bid directly from the factory on your 
requirements, as bids are submitted through our dealer organization. 

Very truly yours. 




.EPT. 

l:ii377 p., 

.12il!Si3i4i5iS 


/sla 






CITY OF FOET WAYNE 

depabtmejst of purchases 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

OoouaoM. ta eoi^tloM c*t tb. nrm. b«not. ara oa th. MSowta* U»t ot 

woslUa. » e» tor tb. .SacwtoMi M rnM« Mo o .J. aHth J.UWT to <U«aa«tAi> 

fcj Oxnrn QootaUom loeliad» nU cKett** d«UT»^ry, /iMrm* yoa» »* 

A.C. Lord 423-7037 DEPARTMENT OF PURCHASES 


Room '470, .Number One Main St., Ft. Wayne, Ind. 46802 
rEQUIRSD FOH DELIVSBY TO: 

EJapartment Wayne Fire Department 

or Diviaio n i30-ctty ^cumiLy '-* 

One Main St. Fort Wayne, IN 46802 

Address--—^—— - ' . . ■ ■ ---^^ 

P^TUKN OBIGINAIi TO THE CTIY—EETAIN DUPLICATE COPY FOB YOUB FILE 

Wednesday - October 26 , 1977 - 10:30 A.M, 



TAX EXEMPT (Uiilesa otherwise mdicatad) 


tfatcwm*. a<Mljii.»w* or 8 


One (1) Retrofit for 1975 Pumper Telescopic Water 
Tower as per specifications attached- 

The .Enclosed Npn-Collusion Affidavit and Proposal 
and Bid Surety Form must be completed and returpe.ci 
as part of your Bid. .1 


r; 


Each Bidder must submit a current written Affirmative 
Action Program with his or her Bid or have one on file 
with our E.E.O. Office. Bidders' Affirmative Action 
Program will be in effect for the 12-month period 
following the date of approval by the City ^qiial 
Employment Opportunity Officer. . . " 


Specify Which; On File 


Attached 


$39 




-<'^1 






0 


w. 


Bid Bead rsqninsd □ 

Tei?n 3 —% cash discoimt if paid within 


__Perfomaac* Bond □ 

B*o fcutrjeso. Ho. 1» en rrroroo oUo W»ol. 


5% of Bid 


n tt^ Ho. 1» en rrroroo oUo W»ol. • ■, a • 

jiays from delivery an d acceptance of goods orcompletloa ox services. 
PROPOSAL OR BID 




.days from receipt of ordar' 


of the items or completion of services indicated shall be made within—— 

J- fcsg ruraiA ti.» jalaf3»a»a. r»«Q«Wl 

__ ■ I _ -1 ElxaSamt 


We aA.e. un^amZZ^a^ I'jZth the, 1 

duppZte.d lotth youfL dpzct^tcuttond, 
Uowz\je.n., ti toe ah.e. 4ucceA4^u.£ 
btdde/L, we'MttZ duppZy neceAdaKy 
L_ bondd. 


_ P.te>6^ 

.. J52J.lJ:lMiL£l:_^ 

Uo^ikv^Zie, tUov. ■ J y 



















































-» CITY OF FOST WAYNE 

DEPARTMENT OF PDECHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 


■1 h l i p i f , MiudX laeloiW »U d!UJr:yw» fo» d^hrery, p»akiai 

»iuu.a,r.pa.«yj _ ^ A.C. Lord 423-7037 DEPARTMEST OF PURCHASES 


Tas&-t _ 

Ret, No, 805 


Room -470, .Number One Main St,, Ft. Wayne, Ind. 46802 


RSQUmSD FOR DSLIVEBY TO: 

Departaaait j-Qj-t Wayne Fire Department 

or Division— s - 5 U ' - ' Cit 7 ^gouALy ' fli jg- - 

One Main St. port Wayne, IN 
Address .-......—— 


Date September 30, 
Data "wanted ___ 


0 Fond 


' i Appropriation No., 


RETU2N ORIGINAL TO THE CITT—RETAIN DUPLICATE COPY FOR YOUR FILS ■ 

Wednesday - October 26, 1977 - 10t30 A.H. 

TjLxzst THZ crrr » xsxscw raoK wderai. rxass and dtoiama stats sAtsa tax cti crrrs nroiASCA saixs tax Rxn*?Tioi* 

rji wTVL>«. psICXS 3H00U> NOT INCUnsa rarsz TAXZ3. &• *Tn«ere.th>u to BSiimr^ No. 10 <m Trrm* borxrf tor 6rtr3i 

. TAX EXEMPT (Unless otherwise indicated) 


Cix«titsr 

Calk 

UaiM4.i*. s.»»iu., are**—♦ w s..-i4— 

tlxto 




One (1) Retrofit for 1975 Pumper Telescopic Water 

Tower as per specifications attached- 


38,957 



The Enclosed Non-Collusion Affidavit and Proposal 
and Bid Surety Form must be completed and returned _ 
as part of your Bid. ' 


. 



Each Bidder must submit a current written Affirmative 
Action Program with his or her Bid or have one on file 
with our E.E.O. Office. Bidders' Affirmative Action 

Program will be in effect for the 12-month period 
following the date of approval by the City ^qiial 
Employment Opportunity Officer. - ' ' 





Specify Which: On File Attached X 




w. 


Bid Sond rsqnirwi Q 
T^^^net discount if paid -within. 


_ PerforaABco Bond □ 


&»• IntstrOotioei Stan IS 

days from delivery and acceptance of goods or completion of services 


la. ti. »b<« la»itoao* ior hUi »oi 

> frota cUi. o/ clcxlaj. to lo-aUi *»/ or rjjroi to* 

. oopotHr «eJ» '■ -■ 


PROPOSAL OR BID 

_ali conditom* ihrnct, to. aaiUriljpiiid •jid ajrrM*. a toU liM b* awctod 'critoi» •>_ 

rrairr *uto rvrrior* rtpca wMeii srisw* *r» Qootod, la ueudaae* to«4 rt 

- - ^20 worki"" 


___ approx./ 120 working 

Delivery of any or all of the items or eomplstion of serviees indicated shall bo macta withi ri— .. 4a y3 from receipt cf crdo 

TXfpni^'T'A-NTT rv?* A* cWlT»rr b* » A<*Ula* fjwtor la tb. awarf cj *Jt torbw, h U tb»* bJAAw 

i. Aar foTpito to> lalamaUoa r > qto.*.d ftoora. 

I— I Sam Srrrt 

MID Xj RS^FI^ & ^ ^FETY ^PT. CO. , INC . 




Tte*. 


President 


1605 Prospect St. 


Tr.di? 


3nnl 1 .c;. Tnd. 















































Rid Reference No. 805 

Date October 26, 1:977 

Vendors Name & Address 

Cards Mailed 

Bids Picked Up i 

Bids P-iPiled 

Midwest Fire Equipment 

1605 Prospect St. 

Indianapolis, IN 46203 


1 


Halt Fire Apparatus 

45201 Mayo Drive 

Northville, Michigan 48167 


i 


Snorkel, Inc. 

P.0. Box 65 

Stockyards Station , 

St. Joseph Missouri 64504 


fM) 

■ */■ 















i -- ; ■ • 


V 

■ ■ i - ^ 

i ' ■ 

1 ■ • ! ■ - ' 



! 1 . . 

































3S 0 


Admn. Appr. 


digest: sheet 


I 


TITLE OF ORDINANCE Approval to purchase Retrofit for Fire Department ^ 

DEPARTMENT REQUESTING ORDINANCE Fire Department _ - 


SYNOPSIS OF ORDINANCE We are requesting Council approval to purchase one (1) Retrofit for 
1975 Pumper Telescopic Water Tower from Midwest Fire and Safety Equipment Co., Inc., for 
the amount of $38,957.50. ^ ' 


3FFECT OF PASSAGE Fire Department able to purchase Retrofit. 


SFFECT OF NON-PASSAGE Fire Department unable to purchase Retrofit. 


ilONEY INVOLVED (Direct Costs, Expenditures, Savings) $38,957.50 - cost to Fire 
Department.... 


ASSIGNED TO COMMITTEE (J.N.)_ 


DATE SUBMITTED: November 2, 1977 






























